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ISO fchttK AVBNVRr HEW YORK, H.Y. 10017 

toi d. smith 

DATE) Ootober 5, 1983 


PROMi A. Qoldfarh 

SVBJEOTi people Tower*!—H 9 . U!8 HW Y9tH 


Pl«aae be adviced that 789 of the Sample Towere allocated, POS 
M5279/ will be required ter Metro Hew York. These Towers will 
differ*from national in that they will oontain Kino sise aamplee 
only (80 full flavor, 50 light), Theee Towera will require 
different oaee oodea to ensure that they ace properly shipped. 


Should you have any questions, pleaae call. 


ooi D, Bruno 

j. nellenbaoh 
6, Sabella 
M, Van dor Ploeq 
T, Walsh 
L, wexler 
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Source: https://www.industrydocuments.ucsf.edu/docs/tsbk0004 



